To:  Matt  Francis[m. francis@erllc.com];  Gold  King[go!dkingrelease@gmail.com];  Myers, 

Craig[Myers. Craig@epa.gov];  Vince  Parker[v.parker@erllc.com] 

Cc:  Griswold,  Hays[Griswold. Hays@epa.gov] 

From:  Way,  Steven 

Sent:  Sun  9/13/2015  1 :00:52  PM 

Subject:  RE:  Air  Compressor  Gold  King  Mine 

Matt  and  Vince, 

On  Saturday,  it  was  necessary  to  have  United  Rental  perform  repairs  on  the  compressor  unit  again.  At 
that  time,  I discussed  with  Tony  the  need  to  ensure  that  there  is  backup  / reliable  functioning  compressor 
equipment  given  we  are  planning  to  apply  shotcrete  this  week.  It  was  agreed  that  a second  compressor 
would  be  provided.  Tony  requested  an  addition  / replacement  unit  from  United  Rental. 

Given  the  exiting  unit  is  not  reliably  performing,  and  it  appears  that  previous  vendor  maintenance  resulted 
in  overfilling  the  oil  tank,  please  resolve  with  Harrison  Western  whether  to  keep  the  current  unit  onsite. 

Thank  you, 

Steve 


Steven  Way 

Federal  On-Scene  Coordinator 
Emergency  Response  Unit 
US  EPA  - Region  8 
1595  Wynkoop  Street 
Denver,  CO  80202 

Office:  303-312-6723 

— Original  Message — 

From:  Matt  Francis  [mailto:m.francis@erllc.com] 

Sent:  Saturday,  September  12,  2015  3:12  PM 

To:  Gold  King;  Way,  Steven;  Myers,  Craig;  Vince  Parker 

Subject:  RE:  Air  Compressor  Gold  King  Mine 

The  air  compressor  is  being  supplied  by  Tony:s  employer,  Harrison  Western.  I'll  make  sure  they  are 
aware.  Hopefully  he  is  coordinating  with  them. 


Sent  via  the  Samsung  Galaxy  Note®  3,  an  AT&T  4G  LTE  smartphone 


Original  message 

From:  Gold  King  <goldkingrelease@gmail.com> 

Date:  09/12/2015  2:55  PM  (GMT-07:00) 

To:  Matt  Francis  <m.francis@erllc.com>,  way.steven@epa.gov,  myers.craig@epa.gov,  Vince  Parker 
<v.parker@erllc.com> 

Subject:  Air  Compressor  Gold  King  Mine 

FYI, 

Due  to  the  continued  issues  with  the  compressor  at  Gold  King  Mine,  Tony  has  requested  a second  air 
compressor  (900)  through  United  Rentals  for  Monday.  Please  let  me  know  if  you  have  any  questions. 
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Respectfully, 
Rich  Forte 


Confidentiality  Warning:  This  e-mail  and  any  attachments  contain  information  intended  only  for  the  use  of 
the  individual  or  entity  named  above.  If  the  reader  of  this  e-mail  is  not  the  intended  recipient  or  the 
employee  or  agent  responsible  for  delivering  it  to  the  intended  recipient,  any  dissemination,  publication  or 
copying  of  this  e-mail  is  strictly  prohibited.  Although  this  email  has  been  scanned  for  malware,  the  sender 
does  not  accept  any  responsibility  for  any  loss,  disruption  or  damage  to  your  data  or  computer  system 
that  may  occur  while  using  data  contained  in,  or  transmitted  with,  this  e-mail.  If  you  have  received  this  e- 
mail  in  error,  please  immediately  notify  by  return  e-mail.  Thank  you. 
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